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NIH 10565 (+)-2-Butyl-5,9a-dimethyl-2’-hydroxy-6,7-benzomorphan 
hydrochloride 



MOUSE DATA -ED OR AD50 
(95% C.L.) (mg/kg or % 
change) 

1) TF- Inactive at 1.0,10.0 
and 30.0 

2) TF vs. M. - Inactive at 1.0 
and 30.0 

3) PPQ- 23% at 0.1,29% at 
0.3, 43% at 1.0, 14% at 
3.0, 29% at 10.0 and 43% 
at 30.0 


(SDS) 

At the highest dose, two monkeys were ataxic. One of the animals also appeared 
disoriented and had head tremor. In addition, some of the monkeys at the high 
and low dose did not vocalize and had relaxed muscles when their abdomens 
were palpated. As indicated in the illustration, the drug did not substitute 
completely for morphine. 



TIME (MIN) 


606 


Ibogaine hydrochloride 



MONKEY DATA 
(SDS) 


As shown in the fig, NIH 10567 reduced the total number of withdrawal signs 
but did not substitute completely for morphine. Some of the monkeys, especially 
at the highest dose had relaxed abdominal muscles and did not vocalize when 
palpated. Partial substitution does not necessarily imply opioid activity. Severe 


tremors were noted at the highest dose. 













